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E.O. 11652: N/A 

TAGS: PFOR, ICRC, VN, VS 

SUB J : ICRC CONFERENCE ON WEAPONS 

REF: STATE 1 19953 

1. DURING CONVERSATION WITH LIECHTENSTEIN CHIEF OF GOVERNMENT 
KIEBER ON JUNE 25, 1 INFORMED HIM OF USG POSITION ON 

PARTICIPATION OF PRG IN ICRC CONFERENCE ON WEAPONS AND GAVE HIM A COPY 
OF THE US NOTE. 

2. KIEBER INDICATED THAT HE WAS AWARE OF THE FORTHCOMING ICRC MEETING 

BUT LIECHTENSTEIN WOULD NOT PARTICIPATE IN IT. HE ADDED THAT IN VIEW 
OF THIS. IT HAD BEEN DECIDED NOT TO REPLY TO THE ICRC NOTE. 

3. I POINTED OUT THAT WE HOPED LIECHTENSTEIN WOULDNEVERTHELESS RESPOND 

ON THE PRG QUESTION AND THAT IT WOULD BE A PITY IF THIS TECHNICAL 
CONFERENCE OF EXPERTS SHOULD BE DIVERTED FROM ITS HUMANITARIAN OBJEC- 
TIVES BY POLITICAL OR PROPAGANDA ISSUES. 
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4. KIEBER PROMISED TO STUDY OUR MEMO BUT GAVE NO ENCOURAGEMENT 
THAT GOVERNMENT POSITION WOULD BE CHANGED. 

HUFFMAN 
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